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ACTION SCS-03 

INFO OCT-01 NEA-10 ISO-OO OPR-02 CIAE-00 INR-10 NSAE-00 

INRE-00 SSO-OO NSCE-00 CCO-OO /026 W 

036246 

O P 201120Z OCT 73 
FM AMEMBASSY TEHRAN 
TO COMIDEASTFOR 
INFO COMSECONDFLT 
CINCUSNAVEUR LONDON 
CNO WASHDC 
CINCLANTFLT NORVA 
COMNAVINTCOM WASHDC 
NMCC WASHDC 

SECSTATE WASHDC PRIORITY 4198 
NOSIC SUITLAND MD 
COMSC WASHDC 

CONFIDENTIAL TEHRAN 7375 

E.O. 11652: GDS 
TAGS: MILT 

SUB J : EMERGENCY MEREP REPORTING ON U.S. FLAG AND CONTROLLED MERSHIPS 
REF: TEHRAN 7374 

1. TO SUPPLEMENT REFTEL, AMCONSUL KHORRAMSHAHR REPORTS 
CITRUS PACKER CALL SIGN BBNV, ETD 27 OCT FOR KARACHI. 

2. FOLLOWING SHIPS EXPECTED BANDAR SHAPUR: 

A. MV LASALLE, ETA 2 NOV, ETD 7 NOV FOR KARACHI. 

B. MV JAMES ETA 3 OR 4 NOV., ETD 8 OR 9 NOV FOR KARACHI. 

HELMS 
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